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Week in Review and Lookahead 
Friday, March 10, 2023 


This weekend, March 11 — 12, shuttles will replace 
Green Line service between North Station and 
Government Center, as demolition continues on the 
Government Center garage 


Symphony Station Accessibility Improvements 
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Public Meeting: March 16, 2023 


¢ Lookahead | The project team is hosting an open house for utility relocation work. The event 
will be held at the Symphony Towers West on Thursday, March 16, 2023, at 6:00 PM. Join us in an 
interactive, open-room format to learn about the latest news and details. Visit the March 16 event 


page and download a flyer in English and Spanish (Espanol) 


* Schedule subject to change with weather conditions and in 
accordance with public health directives Page 1 of 7 
Project percentages represent the value of the installed work 
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